318    NONDOCKETED ITEMS

9203190007 Comment on proposed rule re compatibility of agreement states w/NRC
regulatory programs.Urges that NRC support state regulations & stds more protective
than federal laws.

BRISTER.B. Affiliation Not Assigned. 56FR66457 00065. 92/03/12. NRC - No De-
tailed Affiliation Given. 1p. 60959:028-60959:028.

9203190011 Comment on proposed rule re compatibility of agreement states w/NRC
regulatory programs.NRC should support state regulations & stds of more protective
nature than federal laws in areas of worker & public health.

FLORSHEIM.N.P. Affiliation Not Assigned. 56FR66457 00066. 92/03/13. NRC - No
Detailed Affiliation Given. 1p. 60959:032-60959:032.

9203190015 Comment on proposed rule re compatibility of agreement states w/NRC
regulatory programs.Greater agreement state involvement needed in each step of
policy setting & decisions concerning level of compatibility assignments.
WOMELDORF.D.J. California, State of. 56FR66457 00067. 92/03/16. NRC - No De-
tailed Affiliation Given. 1p. 60959:108-60959:108.

9203190019 Comment opposing proposed rule 10CFR51 re use of generic EIS in li-
cense.

BERWICKAG. Massachusetts, Commonwealth of. 56FR47016 00059. 92/03/13.
CHILK.S. Office of the Secretary of the Commission. 5pp. 60959:111-60959:115.

9203190030 Comment opposing proposed rule 10CFR51 re environ review for renewal
of OLsProposed rules would violate Natl Environ Policy Act

HUMPHREY.H. Minnesota, State of. BLUMENTHAL.R. Connecticut, State of.
ABRAMS.R. New York, State of. 56FR47016 00060. 92/03/13. Docketing & Services
Branch. 24pp. 60959:163-60959:186.

9203190058 Comment on proposed rule re compatibility of agreement states w/NRC
regulatory programs.NRC regulation of radtoisotopes no longer needed & detrimental
to public welfare.

LAVEN.D.L Dept. of Veterans Affairs Medical Center, Bay Pines, FL 56FR66457
00058. 92/03/11. CHILK.S.J. Office of the Secretary of the Commission. 20pp.
60959:199-60959:218.

9203190068 Forwards R Snyder comment on proposed rule 10CFR51 re generic EIS for
license renewal of nuclear power plants.

CUPIT.R.D. Mississippi, State of. 56FR47016 00062. 92/03/16. Docketing & Services
Branch. 2pp. 60959:224-60959:225.

9203190082 Comment on proposed rule re compatibility of agreement states w/NRC
regulatory programs.States regulations should be more stringent than federal.
LUM.A.M. Affiliation Not Assigned. 56FR66457 00059. 92/03/11. Docketing & Serv-
ices Branch. 3pp. 60961:032-60961:034.

9203190092 Comment on proposed rule re compatibility of agreement states w/NRC
regulatory programs.Endorses comments submitted by Commonwealth of PA.NRC
must recognize state & local govts right to protect health & safety of citizens.
FULLER.E Affiliation Not Assigned. 56FR66457 00060. 92/03/13. Docketing & Serv-
ices Branch. 1 p. 60959:305-60959:309.

9203190118 Comment on proposed rule re compatibility of agreement states w/NRC
regulatory programs.NRC should set min std for safety & health.Endorses comments
submitted by Commonwealth of PA.

ELDER,J.H. Concerned Citizens for SNEC Safety. 56FR66457 00061. 92/03/14.
Docketing & Services Branch. 1p. 60959:337-60959:341.

9203190122  Comment opposing proposed rules re compatability of agreement states
w/NRC regulatory programs.

KEPPEL.D. Affiliation Not Assigned. 56FR66457 00057. 92/03/10. CARR.K. Commis-
sioners (Post 750119). 1 p. 60959:342-60959:342.

9203190123  Comment supporting proposed rules re compatability of agreement states
w/NRC regulatory programs.

FUDALAJ.F. Affiliation Not Assigned. 56FR66457 00056. 92/03/10. Office of the
Secretary of the Commission. 2pp. 60959:343-60959:344.

9203190133 Comments & recommendations for proposed rule 10CFR51  re environ
review for renewal of OLs & draft GEIS.NUREG-1437 & related documents.
KVALSETH.A. Minnesota, State of. 56FR47016 00054. 92/03/13. CHILK.SJ. Office
of the Secretary of the Commission. 92pp. 60960:141-60960:233.

9203190196 Ack receipt of 920124 Itr responding to NRC comments & recommenda-
tions following 1991 review of div radiation control program.

KAMMERER.C. Office of State Programs (Post 911117). 92/03/16. REHEIS.H. Geor-
gia, State of. 1 p. 60960:018-60960:018.

9203190198 Forwards notice of 920312 meeting w/State of CT in Rockville.MD to dis-
cuss State of CT low level radwaste plan & program.Attendees listed.
ULECK.R.B. Low-Level Waste Management Branch (Post 901230). 92/01/11.
BANERJEE.M. Region 1 (Post 820201): FONNER.R. Office of the General Counsel
(Post 860701). STABLEIN.K. Ofc of the Executive Director for Operations. 3pp.
61062:262-61062:284.

9203200058 Notice of Regional State Liaison Officer meeting on 920219 & 20 in Glen
EllynJL re emergency preparedness.low level waste disposal & storage.radioactivity in
environ & state agreements.

COMBS.F.C. Office of State Programs (Post 911117). 92/02/03. 1p. 60991:153-
60991:153.

9203200189 Notice of final MOU between NRC & State of Michigan.MOU provides
basis for mutually agreeable procedures whereby Michigan police dept may utilize
NRC emergency response data sys to receive data during emergency at plant.
TAYLOR.J.M Ofc of the Executive Director for Operations. ROBINSON.M.D. Michi-
gan, State of. 91/12/17.11pp. 60991:090-60991:100.

9203200194 Forwards updated list of all state governors & lieutenant governors for
1992.

KAMMERER.C. Office of State Programs (Post 911117). 92/02/18. Office of State
Programs (Post 911117). 14pp. 60990:347-60990:360.

9203200381 Forwards proposed rules re nuclear generating plant decommissioning.
CHILTON.R. New Jersey, State of. 92/03/06. NASH.D. Office of Nuclear Reactor
Regulation, Director (Post 870411). DELANY.F. Public Service Electric & Gas Co. of
New Jersey. HARLACHER.M.I. Atlantic City Electric Co. 7pp. 60997:352-60997:358.

9203230007 Confirms recent conversation between Volpe & R Woodruff re review of
Kentucky radiation control program for agreement matls.Review scheduled for
920413-17.

EBNETER.S.D. Region 2 (Post 820201). 92/03/13. COWHERD.H.J. Kentucky, Com-
monwealth of. 2pp. 60984:008-60984:009.

9203230037 Comment supporting proposed rules re compatability of agreement states
w/NRC regulatory programs.

LATENSER.J.E. Gibraltar Financial Services. LATENSER.J.E. Affiliation Not Assigned.
56FR66457 00069. 92/03/09. NRC - No Detailed Affiliation Given. 1p. 60984:070-
60984:070.

9203230046 Comment on proposed rules re compatability of agreement states w/NRC
regulatory programs.US would be better served w/one central agency & set of stds
for use & licensing of byproduct matls.

HOPKINS.S.M. SAM-SON Inspection & Technical Services, Inc. 56FR66457 00070.
92/03/13. Docketing & Services Branch. 2pp. 60984:089-60984:090.

9203230052 Comment on proposed rules re compatability of agreement states w/NRC
regulatory programs.Uniform approach necessary but states should not be compelled
to follow federal regulations.

KUHNS.E. Affiliation Not Assigned. 56FR66457 00071. 92/03/14. NRC - No Detailed
Affiliation Given. 1p. 60984:093-60984:093,

9203230058 Comment on proposed rules re compatability of agreement states w/NRC
regulatory programs.State urges adoption of encl regulatory compatibility recommen-
dations to prevent subjective judgements.

GLEASON.EJ. New York, State of. 56FR66457 00072. 92/03/16. CHILK.SJ. Office
of the Secretary of the Commission. 23pp. 60984:095-60984:1 1 7.

9203230079 Comment on proposed rule 10CFR51 re generic environ impact
statementComments on level of review needed on four topics, including
need.alternatives.EMF & amounts of spent fuel.

SPRENGER.A. Wisconsin, State of. 56FR47016 00075. 92/03/16. Docketing & Serv-
ices Branch. 6pp. 60984:147-60984:152.

9203230126 Comment on proposed rule 10CFR51 re environ review of applications for
renewal of nuclear power plant operating licenses.including specific comments on pro-
posed rule & generic environ impact statement.

SEDANO.R.P. Vermont, State of. 56FR47016 00079. 92/03/16. CHILK.S.J. Office of
the Secretary of the Commission. 110pp. 60985:093-60985:203.

9203230138 Comment opposing proposed rule 10CFR51 re generic environ review for
renewal of OL

CEBULLA.C.M. Massachusetts, Commonwealth of. 56FR47016 00085. 92/03/18.
NRC - No Detailed Affiliation Given. 2pp. 60984:334-60984:335.

9203230148 Comments on proposed rule 10CFR51 re generic environ impact statement
for license renewal of nuclear power plants. Generic approach to review of facility for
relicensing is neither appropriate nor acceptable.

SMITH.S. Massachusetts, Commonwealth of. 56FR47016 00083. 92/03/12.
CLEARY.D. NRC - No Detailed Affiliation Given. 1 p. 60985:001 -60985:001 .

9203230151 Responds to 920214 Itr to Chairman Selin supporting publication of pro-
posed uniform data base & manifest rulemaking & complementing W Labs for efforts
on rulemaking & other low level waste mgt tasks.

BERNERO.R.M.   Office   of   Nuclear   Material   Safety   &   Safeguards.   92/03/05.

1069:333-61

...
DORNSIFE.W.P. Pennsylvania, Commonwealth of. 2pp. 610

61069:334.

9203230205 Informs that state of ME has reviewed util Proposed Change 167 raising
RHR sys pressure limit from 600 psig to 660 psig & has no objections.
DOSTIE.PJ. Maine, State of. 92/03/18. Document Control Branch (Document Control
Desk). 1 p. 61077:134-61077:134.

9203230270 Suppl to 920305 NPDES noncompliance notification:approx 7.5 cubic feet
of soil & gravel removed from discharge area & placed in 55 gallon drums.Drums dis-
posed of as hazardous waste at licensed disposal facility.

THOMSON.F.X. Public Service Electric & Gas Co. of New Jersey. NLR-E92086. 927
03/19. REDDY.B.S. New Jersey, State of. 4pp. 61082:340-61082:343.

9203230331 Responds to request for position re readiness to restart facility.OK Dept of
Wildlife Conservation objects to restart of facility unless facility & NRC together make
listed commitments.

CANTRELL.B.H. Oklahoma, State of. 92/03/12. CHILK.S.J. Office of the Secretary of
the Commission. 5pp. 61077:080-61077:084.

9203230387 Forwards Chemetron Corp Itr dtd 920205,responding to comments entitled,
"Remediation Plan for Harvard & Bert Ave Sites, Aug 1991." W/o encl.
HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/
1 8. JONES.K. Ohio, State of. 1 p. 61 091 :257-61 091 :258.

9203240196 Forwards Chemetron Corp Itr dtd 920205,responding to comments on li-
censee document entitled, "Remediation Plan for Harvard & Bert Ave Sites.920816."
W/o encl.

HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/
18. OWEN,R.E. Ohio, State of. 1p.

9203240267 Forwards State of NV comments on 920317 & 18 technical exchanges on
NRC thermal loads STP & air & vapor movement.

JOHNSON.C.A. Nevada, State of. 92/03/20. LEE.M. Division of High-level Waste
Management (Post 870413). 5pp. 61120:267-61120:271.

9203240289 Forwards notice of consideration of issuance of amend to License DPR-
7.Amend entirely administrative in nature.W/o encl.

BELL.LG.  Division of Low-Level Waste Management & Decommissioning (Post
870413). 92/03/19. BAILEY.E.D. California, State of. 1p. 61093:339-61093:339.

9203250019 Comment supporting proposed rules re compatibility of agreement states
w/NRC regulatory programs.

CULLINGTON.L Affiliation Not Assigned. 56FR66457 00078. 92/03/17. Docketing &
Services Branch. 1 1 pp. 61 070:062-61 070:1 06.

-9203250027 "Rept on Site Selection Process for North Carolina 'Low-Level' Radwaste
Disposal Facility."
FARREN.J.D. Tharrington, Smith & Hargrove. 92/01/28. 32pp. 61070:074-61070:106.
9203190006  Comment on proposed rule re compatibility of agreement states w/NRC
